West, Robert W. N.0. testimony. Source, T=P 2/14/69 


Weet testified thet the plet wes not complete beceuse it does not 
show ell the topogrsphical festures within the plezas 


"What is the reeson this is not complete?2 esked Alford 
"T)ics is whst was requested by the FBI agent. This is whet he 
instructed me to include." 
the locetion of 
"He said he could not testify to the eccurecy of/the street signs, 
but sll other sspects were the same as on Nov. 22, 1965". 


This testimony was repeated, ac-it is in the story (cols 7 snd B)e 
Dymond made the misteke of ouestioning him about the limit to sccuracy? 


"Dymond elso questioned West ebout whether treee shown on his survey 
play accurately reflected their size. West esid he did net sttempt to show the 
dismeter or height of them trees. 

"Questioned about this, "est ssid the survey plat wss accurste 
‘within its limits’. Dymond esked whet tiow he meent, and he answered, "Within 
the limits indicated to me by the TDI thet this wes the information they wanted 
shown on the msp",. 


